Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 051433 

62 

ORIGIN ERDA-07 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 ACDA-10 FEA-01 CIAE-00 
INR-07 10-10 L-02 NSAE-00 NSC-05 EB-07 /067 R 
66618 

DRAFTED BY USERDA:I&A:DCTUBBS:LAR 

APPROVED BY OES/SCI/AE- JUSTIN L. BLOOM 

USERDA:SS-AD/PSD:SCMCDOWELL 

USERDA:IP:RNSLAWSON 

ACDA-J.BORIGHT 

EUR/RPE-D. LAMB 

EUR/WE-W. MARSH 

090685 

R 07202 1Z MAR 75 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

UNCLAS STATE 051433 

E.O. 11652: NA 

TAGS: TEGEN, TECH 

SUBJ: SAFEGUARDS INFORMATION 

PARIS FOR SCIENCE OFFICE 

1. OCTOBER 1974 SAFEGUARDS INSPECTION ATTILA FACILITY FONTENAY- 
AUX-ROSES NUCLEAR CENTER, INSPECTORS REQUESTED INFORMATION 
REPROCESSED PAT MATERIAL. INFORMATION REQUESTED INCLUDED: CALCU- 
LATION BASED ON BURNUP, QUANTITY URANIUM REPROCESSED; PROCESS LOSSES 
AND FINAL QUANTITY PROCESS PRODUCT. INFORMATION PROCESS LOSS 
MECHANISMS ALSO REQUESTED. 

2. FACILITY AND CEA OFFICIALS AGREED PROVIDE INFORMATION END CY 
74. INFORMATION NOT RECEIVED ERDA FEBRUARY 21. 

3. REQUEST EMBASSY DETERMINE STATUS INFORMATION FROM CEA. EMB. 

OFF. E. MALLOY ACCOMPANIED INSPECTION TEAM ATTILA VISIT. 

INGERSOLL 

UNCLASSIFIED 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DATA, NUCLEAR SAFEGUARDS, SECURITY INSPECTIONS, NUCLEAR POWER PLANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 07 MAR 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE051433 

Document Source: CORE 

Document Unique ID: 00 

Drafter: I 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750082-0585 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750371/aaaaclxm.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN ERDA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 MAY 2003 by RuthemTJ>; APPROVED <26 FEB 2004 by CollinP0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SAFEGUARDS INFORMATION PARIS FOR SCIENCE OFFICE 
TAGS: TGEN. TECH, FR, US, CEA, ERDA 
To: PARIS 
Type: TE 
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